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Oe TITLE COCKPIT OXYGEN PLUMBING REVISION WORK COMPLETED 
A ge DATE | 
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7 BEHIND SIDE CONSOLE cet 
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19, 380,. 381, 382 12 383% 


wee E te M MANUAL 
NOT AFFECTED 


WEIGHT AND BALANCE: CHANGE “NONE 0. — 
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as UR's THIS BULLETIN CORRECTS EMERG.” . . ° - |conrractor 
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ao _ UCR, 59-189 
‘SPARES, ETC. NOT AFFECTED DATE 
‘SPECIAL TOOLS REQUIRED NONE INSPECTOR 
SPECIAL TOOLS REQUIRED ) 


_DESCRIPTION OF CHANGE 
1. Remove H158-11, -12; -5 & Hl-20 Tubes 
' 2. Install H158-13, -14,-15, & -16 Per Ref. Dwg. 
/ 3. Replace existing fitting in pressure gage with AN780-3 Nipple 
4. At 1800 + 100 psi, soap check all new & previously broken connections. 


~~ No leakage allowed. 


ey. "NOTE: Leakage a at bottle ome require n new O-Ring (P/N WK 200573) 
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